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ACTION 10-13 

INFO OCT-OI ISO-00 OES-06 /020 W 

050841 

R 19I33IZ AUG76 
FM USMISSION IAEA VIENNA 
TO USERDA GERMANTOWN 
USERDA WASHDC 
INFO SECSTATE WASHDC 7961 

UNCLAS IAEA VIENNA 6888 

PASS lO/SCT 

E.O. 11652: N/A 

TAGS: IAEA, EAID, TECH, US 

SUBJECT: U.S. EQUIPMENT GRANTS TO IAEA FOR 1976 
REF: CLIFFORD/CONGDON TWX #R091230Z AUG 76 

1. AGENCY'S REPLY TO REFTWX IS AS FOLLOWS: 

"REGARDING PHI/O/02, PLEASE FORWARD COPIES 
OF BIDS AND BROCHURES WITH MODEL SPECIFICATIONS 
IN ORDER THAT WE MAY REVIEW SAME TO DETERMINE 
IF THERE IS A MAJOR DISCREPANCY WHICH MAY 
ACCOUNT FOR SUBSTANTIAL COST VARIATION. IF 
ORDERS ARE PLACED WITHIN 60 DAYS, AND PRO- 
DUCTION TIME IS WITHIN PARAMETERS STATED IN 
REFTEL FOR ITEMS TEN AND ELEVEN, THEN SURFACE 
SHIPMENT WOULD BE ACCEPTABLE. 

"REGARDING URU/6/05, SINCE ALL UNITS WILL 
COMPRISE OR SUPPLEMENT A COMPLETE SYSTEM 
AND ARE SUPPLIED BY ONE VENDOR, WE SEE NO 
ADVANTAGE IN PARTIAL DELIVERIES. CONCERNING 
INSTALLATION, WE SUGGEST THAT YOU 
ADHERE TO DIGITAL'S RECOMMENDATION REGARDING 
THIS MATTER." 
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2. PLEASE ADVISE WHETHER FURTHER INFORMATION NEEDED. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TECHNICAL ASSISTANCE, EQUIPMENT, FINANCIAL CONTRIBUTIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 AUG 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV06888 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760318-1071 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760839/aaaabhsb.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2004 by ReddocGW>; APPROVED <03 JAN 2005 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. EQUIPMENT GRANTS TO IAEA FOR 1976 
TAGS: EAID, TECH, US, IAEA 
To: ERDA 
Type: TE 
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